Wikipedia says, 

"The atmosphere of the Moon is a very scant 
presence of gases surrounding the Moon. For 
most practical purposes, the Moon is 
considered to be surrounded by vacuum. The 
elevated presence of atomic and molecular 
particles in its vicinity compared to 
interplanetary medium, referred to as "lunar 
atmosphere" for scientific objectives, is 
negligible in comparison with the gaseous 
envelopes surrounding Earth and most planets 
of the Solar System. The pressure of this small 
mass is around 3x10-15 atm (0.3 nPa), varying 
throughout the day, and in total mass less than 
10 metric tonnes.[2][3] Otherwise, the Moon is 
considered not to have an atmosphere because 
it cannot absorb measurable quantities of 
radiation, does not appear layered or self- 
circulating, and requires constant 



replenishment due to the high rate at which its 
gases are lost to space." 
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We say, 


BULLSHIT, how could men walk in the infinite 
vacuum-of-space? This is utter non-sense from 
Wikipedia. 


Know atmosphere, there is KNOW-THING 


to move #through the ETHER. 


JUDGE me wrong! 
#prepare-for-more-water 



